PHILIPS 


Lighting 


Brighten your home with 
infinite possibilities 


Philips DuraMax® Long Life Light Bulbs reduce the hassle of replacing light bulbs every 
few months, since all DuraMax products last longer than standard incandescent light bulbs. 
A wide assortment of shapes, sizes and wattages ensure that there is a DuraMax product 
to meet most basic lighting needs. 


Benefits 

e Philips DuraMax long life light bulbs last longer than standard incandescent, significantly 
reducing the hassle of replacing light bulbs that burn out too quickly. 

e Philips DuraMax sparkling clear bulbs add sparkle anywhere a decorative touch is 
desired. 


Features 

e Lasts at Least One Year!* 

e Medium base. 

e Available in a variety of wattages. 

e Sparkling clear light bulbs provide a decorative sparkle. 

e Available in- *40, 60, 75,and 100 Watt A19 and 150A21 Watt. 

e *Based on an average of hours usage per day/7 days per week. Hours differ between 
products, and there are exceptions. See individual products for details. 


Application 
e Use anywhere a decorative touch is desired. 
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DuraMax Clear 


Versions 


E26, A23, Clear 


Dimensional drawing 
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